To:  Enders,  Jhana[Enders. Jhana@epa.gov] 

From:  Lee  Ellmaker 

Sent:  Mon  8/1 7/2015  6:36:09  PM 

Subject:  Weston  Surface  Water  Data  8/17/2015 

Hello  Jhana, 

Please  find  data  collected  8/17:2015  for  the  three  surface  sampling  teams  teams.  They  are 
separated  by  river. 

Animas  River 
pH  range  7.57-8.38 
Turbidity  range  6.3-8.86  NTU 
DO  range  6.34-11.6  mg/L 

San  Juan  River 
pH  range  7.24-8.74 
Turbidity  range  111-140  NTU 
DO  range  6.69-7.95  mg/L 
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